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TM 9-2320-364-10 — Hand Receipt (COEI, BII, AAL) for Palletized Load System (PLS), M1074 and M1075

COVERING CONTENTS OF COMPONENTS OF END ITEM (COEI), BASIC ISSUE ITEMS (BII), AND ADDITIONAL AUTHORIZATION LIST (AAL) FOR




	
	MODEL
	NSN



	M1074
	PALLETIZED LOAD SYSTEM WITH CRANE
	2320-01-304-2277



	M1075
	PALLETIZED LOAD SYSTEM WITHOUT CRANE
	2320-01-304-2278






*This manual supersedes TM 9-2320-364-10-HR dated 30 November 2005.

DISTRIBUTION STATEMENT A: Approved for public release; distribution is unlimited.
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Date of issue for the original manual is:

Original 30 APRIL 2009

TOTAL NUMBER OF PAGES FOR FRONT AND REAR MATTER IS 14 AND TOTAL NUMBER OF WORK PACKAGES IS 2, CONSISTING OF THE FOLLOWING:




	Page/WP No.
	Change No.
	Page/WP No.
	Change No.




	Cover
	0
	
	



	i thru ii
	0
	
	



	0001 (4 pgs)
	0
	
	



	0002 (6 pgs)
	0
	
	








	This Page Intentionally Left Blank





HEADQUARTERS DEPARTMENT OF THE ARMY WASHINGTON, DC, 30 APRIL 2009



HAND RECEIPT

COVERING CONTENTS OF COMPONENTS OF END ITEM (COEI), BASIC ISSUE ITEMS (BII), AND ADDITIONAL AUTHORIZATION LIST (AAL) FOR



PALLETIZED LOAD SYSTEM (PLS)




	
	MODEL
	NSN



	M1074
	PALLETIZED LOAD SYSTEM WITH CRANE
	2320-01-304-2277



	M1075
	PALLETIZED LOAD SYSTEM WITHOUT CRANE
	2320-01-304-2278






DISTRIBUTION STATEMENT A: Approved for public release; distribution is unlimited. - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - - -

* This manual supersedes TM 9-2320-364-10-HR dated 30 November 2005.



TM 9-2320-364-10-HR



REPORTING ERRORS AND RECOMMENDING IMPROVEMENTS

You can help improve this publication. If you find any errors, or if you would like to recommend any improvements to the procedures in this publication, please let us know. The preferred method is to submit your DA Form 2028 (Recommended Changes to Publications and Blank Forms) through the Internet, on the Army Electronic Product Support (AEPS) website. The Internet address is: https://aeps.ria.army.mil. The DA Form 2028 is located under the Public Applications section in the AEPS Public Home Page. Fill out the form and click on SUBMIT. Using this form on the AEPS will enable us to respond quicker to your comments and better manage the DA Form 2028 program. You may also mail, e-mail, or fax your comments or DA Form 2028 directly to the U.S. Army TACOM Life Cycle Management Command. The postal mail address is U.S. Army TACOM Life Cycle Management Command, ATTN: AMSTA-LC-LMPP / TECH PUBS, 1 Rock Island Arsenal, Rock Island, IL 61299-7630. The e-mail address is tacomlcmc.daform2028@us.army.mil. The fax number is DSN 793-0726 or Commercial (309) 782-0726.





INTRODUCTION


SCOPE

This publication provides an overprinted DA Form 2062 (Hand Receipt) which lists the contents of Components of End Item (COEI), Basic Issue Items (BII), and Additional Authorization List (AAL) items related to the Palletized Load System (PLS) Series vehicles.



GENERAL


	a. Work Package 0002 contains the overprinted DA Form 2062 that lists the contents of COEI, BII, and AAL extracted from TM 9-2320-364-14&P. The listings consist of exactly the same items and are in the same sequence as those listings in TM 9-2320-364-14&P.

	b. The overprinted DA Form 2062 will eliminate manual preparation of the form and will assist organizations in inventorying and accounting for property as required by AR 710-2.

	c. Local reproduction of the overprinted DA Form 2062 is authorized. However, organizations shall comply with local policies in the reproduction of DA Form 2062 by office copying equipment, field printing plant, or duplicating plant facilities.

	d. Additional copies of this publication may be requisitioned from the Commander, U. S. Army Adjutant General Publications Center, 1655 Woodson Rd., St. Louis, MO 63114 in accordance with Chapter 3, AR 310-2.





EXPLANATION OF BLOCKS AND COLUMNS (DA FORM 2062)


	a. From. Enter the organization for which the property book is maintained.

	b. To. Enter the Unit Identifier Code (UIC) and the hand receipt file number of the unit/personnel receiving the property.

	c. Hand Receipt Number. Enter a locally designated number. Use it to post the location of property in the property book.

	d. End Item Stock Number. Contains the National Stock Number (NSN) of the end item covered by the hand receipt.

	e. End Item Description. Contains the end item short title.

	f. Publication Number. Contains the TM number of the technical manual containing the Operator/Crew instructions for the equipment.

	g. Publication Date. Date of Operator/Crew TM.

	h. Quantity. Quantity of the end item covered by this hand receipt.

	i. Stock Number (Column a). National stock number of the item described. Items without stock numbers should be requisitioned by Commercial and Government Entity Code (CAGEC) and Part Number with exception data in accordance with AR 710-2.



j. Item Description (Column b). Identifies the item contained in the COEI, Bll, and the AAL. It will also contain nomenclature, serial/USA number (if applicable) that will be useful in identifying and controlling the item. Serial number is to be inserted and initialed on all copies by hand receipt holder. In addition, it will contain the 5-digit Commercial and Government Entity Code (CAGEC), Part Number (P/N) and "Used on" code if applicable.

"Used on" codes, listed in the "Description" column, identify which items are used on different models. Codes used in this hand receipt are:




	USED ON CODE
	MODEL




	(BLANK)
	All



	074
	M1074, W/Crane



	075
	M1075, W/O Crane





k. (Column c). The Accounting Requirements Code (ARC) is entered here.



NOTE

The Accounting Requirements Code (ARC) refers to property accountability, not to the Recoverability Code (RC). The ARC and RC are listed in the Army Master Data File (AMDF).

One of the following codes will apply:









	N
	for Nonexpendable:
	Items not consumed in use, retaining their identity during use,

and requiring that accountability be maintained throughout the

life of the item.




	D
	for Durable:
	Nonconsumable components of sets, kits, outfits and

assemblages; all tools in FSCs 5110, 5120, 5130, 5133, 5140,

5180, 5210, 5220, and 5280; and any other nonconsumable with

a price in excess of $50.00 not already "N".



	X
	for Expendable:
	Items, regardless of type classification or price and which are

consumed in use. Includes all class 9 repair parts. Items not

consumed in use which cost $50.00 or less and not already "N"

or "D".



	(.)
	Stands for:
	Information not available.





l. SEC (Column d). The Physical Security, Pilferage code is entered here. This is a one-position code which indicates the security classification or pilferage control for storage or transportation of assets. Orders of precedence for assignment of codes is classified, sensitive, pilferable, or unclassified, as applicable.


Physical Security Code


	A CONFIDENTIAL Former Restricted Data.

	B CONFIDENTIAL Restricted Data.

	C CONFIDENTIAL.

	D CONFIDENTIAL Cryptologic.

	E SECRET Cryptologic.

	F TOP SECRET- Cryptologic.

	G SECRET Former Restricted Data.

	H SECRET Restricted Data.

	K TOP SECRET Former Restricted Data.

	L TOP SECRET Restricted Data.

	O Naval Nuclear Propulsion Information.

	S SECRET.

	T TOP SECRET.

	U UNCLASSIFIED.





Sensitive Items


	P Ammunition and Explosives.

	Q An item which is a drug or other substance determined by the Director, Drug Enforcement Administration (DEA), Department of Justice, to be designated schedule symbol Ill, IV or V as defined in the Controlled Substance Act of 1970, and other items requiring secure storage.

	R Alcohol, alcoholic beverages, precious metals, drug or other substance determined by the Director, Drug Enforcement Administration (DEA), Department of Justice, to be designated schedule symbol II as defined in the Controlled Substance Act of 1970, and other items requiring vault storage.

	7 Sensitive information, prior to disposal, all nameplates, label plates, tags, stickers, documents or markings, which relate items to weapons system end item application, must be removed and destroyed.





Ammunition and Explosives Security Risk Code


	1 Highest Sensitivity (Category 1) Nonnuclear missiles and rockets in a "ready to fire" configuration (e.g., Hamlet, Redeye, Stinger, Dragon, LAW, VIPER) and explosive rounds for nonnuclear missiles and rockets. This category also applies in situations where the launcher (tube) and explosive rounds, though not in a "ready to fire" configuration, are jointly stored or transported.

	2 High Sensitivity (Category II) Arms, Ammunition, and Explosives.

	3 Moderate Sensitivity (Category Ill) Arms, Ammunition, and Explosives.

	4 Low Sensitivity (Category IV) Arms, Ammunition, and Explosives.

	5 Highest Sensitivity (Category I) Arms, Ammunition, and Explosives with a physical security classification of SECRET. *






SEC CODE


	6 Highest Sensitivity (Category I) Arms, Ammunition, and Explosives with a physical security classification of CONFIDENTIAL. *

	8 Highest Sensitivity (Category II) Arms, Ammunition, and Explosives with a physical security classification of CONFIDENTIAL. *




Pilferable Items


	I Aircraft engine equipment and parts.

	M Hand tools and shop equipment.

	N Firearms.

	V Individual clothing and equipment.

	W Office machines.

	X Photographic equipment and supplies.

	Y Communications/electronic equipment and parts.

	Z Vehicular equipment and parts.

	J Pilferable item, due to size, shape and utility, which does not fall under one of the above categories. Pilferage controls may be designated by the coding activity to items coded U (unclassified) by recording the items to J.

	* Items coded 5, 6, or 8 will be stored and transported in accordance with the provisions of DOD 5100, 76-M or DOD 5200. 1-R, whichever is more stringent.

	m. UI (Column e). Unit of Issue. Refer to AR 708-1 and/or CDA PAM 18-1 (Catalog Data Activity) for explanation of abbreviations used in this column.

	n. QTY AUTH (Column f). The quantity authorized to be on hand, or part of the end item.

	o. Quantity (Column g). Actual quantity on hand. Subcolumns a. through f. are to be filled in by the receiving unit/personnel in accordance with DA PAM 710-2-1, Chapter 6.

	p. Page No./No. of Pages. Contains page number and total number of pages for the COEI, BII, and AAL portions of the hand receipt. Hand receipt holder will initial each page No. (only when two or more forms are involved). When hand receipt holders change, the old initials will be lined out and the new hand receipt holder will initial each page.






SPECIAL INFORMATION

Not applicable.



AUTHORIZATION DOCUMENTS


	a. Components of End Items (COEI) are authorized by the applicable Repair Parts and Special Tools List (RPSTL).

	b. Basic Issue Items (Bll) are authorized by the applicable operator's manual.

	c. Additional Authorization List (AAL) items are authorized by the appropriate MTOE, TDA, CTA, or JTA authorization documents.





END OF WORK PACKAGE



















	For use of this form, see DA PAM 710-2-1. The proponent agency is ODCSLOG.
	
	TO:
	
	
	
	
	
	
	
	HAND RE
	ECEIPT NU
	JMBER




	
	OCK NUMBER END ITEM DESCRIPTION PUBLICATION NUMBER
	
	PUBLICA
	TION DAT
	E
	
	QUANTI
	ΓΥ
	



	ANNEX/

CR ONLY SEE SERIES BELOW PALLETIZE
	ED LOAD SYSTEM
	TM 9-2320-364-10-HR
	
	
	
	XX XX
	xxxxx
	2008
	
	
	
	



	STOCK NUMBER
	ITEM DESCRIPTION
	
	
	
	
	QTY
	g.
	
	QUA
	NTITY
	
	



	a.
	b.
	Used On Code
	*

c.
	SEC

d.
	UI

e.
	AUTH

f.
	Α
	В
	С
	D
	E
	F



	2320-01-304-2277 PALLETIZED LOAD
	SYSTEM WITH CRANE
	074
	
	Z
	1
	
	
	
	
	
	
	



	2320-01-304-2278 PALLETIZED LOAD
	SYSTEM WITHOUT CRANE
	075
	
	Z
	1
	
	
	
	
	
	
	



	COMP
	PONENTS OF END ITEMS
	S (COEI)
	
	
	
	
	
	
	
	
	
	



	
	MOTE CONTROL CABLE
	074
	N
	Z
	EA
	1
	
	
	
	
	
	



	3950-01-347-9666 BLOCK, SNATCH (75
	5535),193418 (SRW ONLY)
	074, 075
	N
	Z
	EA
	1
	
	
	
	
	
	



	6150-01-387-6357 CABLE, REMOTE CO

2-195-6-00653
	ONTROL (12361),
	074
	N
	Z
	EA
	1
	
	
	
	
	
	



	2510-01-359-3380 EXTENSION ASSY, I
	LH (45152), 1990400W
	074, 075
	N
	Z
	EA
	1
	
	
	
	
	
	



	2510-01-359-2074 EXTENSION ASSY, I
	RH (45152), 1990390W
	074, 075
	N
	Z
	EA
	1
	
	
	
	
	
	



	2590-01-352-1262 OUTRIGGER PAD A
	SSY (12361), 2-195-00070
	074
	N
	Z
	EA
	2
	
	
	
	
	
	



	5315-01-358-3567 PIN ASSY (45151), 1
	1764990W
	074, 075
	N
	Z
	EA
	2
	
	
	
	
	
	



	5314-01-358-5638 PIN ASSY (45152), 1
	1765010W
	074, 075
	N
	Z
	EA
	2
	
	
	
	
	
	



	5315-01-411-2482 PIN ASSY (45152), 1
	1987030W
	074, 075
	N
	Z
	EA
	4
	
	
	
	
	
	



	5315-01-419-8204 PIN ASSY (45152), 1
	1987060W
	074, 075
	N
	Z
	EA
	2
	
	
	
	
	
	



	5315-01-358-3736 PIN, SNAPPER (966
	
	074, 075
	N
	Z
	EA
	4
	
	
	
	
	
	



	2540-01-394-7958 REMOTE CONTROL

2-195-600661
	BOX ASSY (12361),
	074
	N
	Z
	EA
	1
	
	
	
	
	
	



	5365-01-250-1670 RING, RETAINING (5
	55183), 85090307
	074, 075
	N
	Z
	EA
	6
	
	
	
	
	
	



	2510-01-359-3317 STRUT ASSY (45152
	2), 1987500W
	074, 075
	N
	Z
	EA
	2
	
	
	
	
	
	



	2510-01-359-3318 STRUT ASSY (45152
	2),1987520W
	074, 075
	N
	Z
	EA
	2
	
	
	
	
	
	





* WHEN USED AS A:

HAND RECEIPT, enter Hand Receipt Anex Number

HAND RECEIPT FOR QUARTERS FURNITURE, enter Condition Codes

HAND RECEIPT ANNEX/COMPONENTS RECEIPT, enter Accounting Requirements Code (ARC).
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	STOCK NUMBER
	ITEM DESCRIPTION
	
	* SEC
	
	
	QTY
	g. QUANTITY




	a .
	ь.
	Used On Code
	*

c.
	SEC

d.
	UI

e.
	AUTH

f.
	Α
	В
	С
	D
	Е
	F
	



	
	BASIC ISSUE ITEMS (BII)
	
	
	
	
	
	
	
	
	
	
	
	



	5140-00-650-5103
	BAG, TOOL (45152), 1989680
	074, 075
	Х
	М
	EA
	1
	
	
	
	
	
	
	



	8105-01-394-5929
	BAG, TOOL (0B4P8), 199-1290
	074, 075
	Х
	М
	EA
	1
	
	
	
	
	
	
	



	5301-01-460-7706
	BAR, PIN (19200), 1268755
	074, 075
	D
	М
	EA
	1
	
	
	
	
	
	
	



	7510-00-889-3494
	BOOK, LOG (19207), 11677003
	074, 075
	Х
	М
	EA
	1
	
	
	
	
	
	
	



	4720-01-341-4913
	CABLE, SLAVE (45152), 1789130 U
	074, 075
	N
	М
	EA
	1
	
	
	
	
	
	
	



	4010-01-249-0548
	CHAIN, UTILITY (80535), 00044-9973
	074, 075
	N
	М
	EA
	1
	
	
	
	
	
	
	



	2540-01-165-6136
	CHOCK, WHEEL (45152), 1350250
	074, 075
	N
	М
	EA
	4
	
	
	
	
	
	
	



	5130-01-400-0129
	EXTENSION WRENCH (1CV05), 07569
	074, 075
	D
	М
	EA
	1
	
	
	
	
	
	
	



	2540-01-471-5071
	EXTENSION, HOOK ARM (OBJHR), 12468660
	074, 075
	D
	М
	EA
	1
	
	
	
	
	
	
	



	4210-01-133-9053
	EXTINGUISHER, FIRE (54905), FEA403T
	074, 075
	Х
	М
	EA
	1
	
	
	
	
	
	
	



	4910-01-386-4300
	GAUGE, INFL/PRSR, TIRE (63900), I-405 M
	074, 075
	N
	М
	EA
	1
	
	
	
	
	
	
	



	4930-00-253-2478
	GUN, GREASE (36251), 1142
	074, 075
	D
	М
	EA
	1
	
	
	
	
	
	
	



	5120-00-293-3396
	HAMMER, WOODEN HANDLE, SOFTFACED (49181), KT171714
	074, 075
	D
	М
	EA
	1
	
	
	
	
	
	
	



	5120-01-355-2036
	HAMMER, 2 LBS (55719), BP32B
	074, 075
	D
	М
	EA
	1
	
	
	
	
	
	
	



	5340-01-372-3987
	HANDLE (72031), 5703533
	074, 075
	N
	М
	EA
	1
	
	
	
	
	
	
	



	5340-01-209-7841
	HANDLE, EXTNSN, JACK (45152), 1347720
	074, 075
	N
	М
	EA
	1
	
	
	
	
	
	
	



	4320-01-351-8600
	HANDLE, PUMP (95745), CP13-23
	074
	D
	М
	EA
	1
	
	
	
	
	
	
	



	5120-00-709-4072
	HANDLE SLIDING (55719), L52BH
	074, 075
	D
	М
	EA
	1
	
	
	
	
	
	
	



	6150-01-180-6035
	HARNESS ASSY, WRKLMP (45152), 1419770 U
	074, 075
	N
	М
	EA
	1
	
	
	
	
	
	
	



	4720-01-341-4912
	HOSE ASSY (45152), 1759750 U
	074, 075
	N
	М
	EA
	1
	
	
	
	
	
	
	



	5120-01-146-8096
	JACK, HYD (12 TON) (26952), JH-12G
	074, 075
	D
	М
	EA
	1
	
	
	
	
	
	
	



	6545-00-922-1200
	KIT, FIRST AID (64616), SC C-6545-IL VOL 2
	074, 075
	Х
	М
	EA
	1
	
	
	
	
	
	
	



	5440-01-341-0700
	LADDER (5X000), 2019940
	074, 075
	N
	М
	EA
	1
	
	
	
	
	
	
	



	5340-00-158-3807
	PADLOCK W/CHAIN (96906), MS35647-9
	074, 075
	N
	М
	EA
	3
	
	
	
	
	
	
	



	5340-00-158-3805
	PADLOCK W/O CHAIN (96906), MS35647-10
	074, 075
	N
	М
	EA
	1
	
	
	
	
	
	
	





Reverse of DA FORM 2062

USAPPC V2.10





















	
	RECEIPT/A of this form, see DA
	NNEX NUMBER
	
	
	
	
	
	
	
	HAND R
	ECEIPT NU
	JMBER
	
	



	
	onent agency is O
	
	
	
	
	
	
	
	
	
	
	
	
	




	FOR

ANNEX/
	END ITEM STOC
	K NUMBER END ITEM
	DESCRIPTION
	PUBLICATION NUMBER
	
	
	
	PUBLICA
	TION DAT
	ГЕ
	
	QUANTI
	TY
	



	CR ONLY
	SEE SERIES
	BELOW PALLET
	TIZED LOAD SYSTEM
	TM 9-2320-364-10-HR
	
	
	
	XX XXX
	(XXXXX
	2008
	
	
	
	



	STO
	CK NUMBER
	
	ITEM DESCRIPTION
	
	
	
	
	QTY
	g.
	
	QUA
	NTITY
	
	



	
	a.
	
	Ь.
	Used On Code
	*

c.
	SEC

d.
	UI

e.
	AUTH f.
	Α
	В
	С
	D
	Е
	F



	
	
	BAS
	SIC ISSUE ITEMS (BII) - (
	Continued
	
	
	
	
	
	
	
	
	
	



	2540-0
	00-670-2459
	PAMPHLET BAG
	(19207), 11676920
	074, 075
	N
	М
	EA
	1
	
	
	
	
	
	



	5340-0
	01-350-0872
	PLATE, MOUNTIN
	NG (45152), 1731070
	074, 075
	N
	М
	EA
	1
	
	
	
	
	
	



	5120-0
	01-336-5636
	PLIERS, 10 IN. (7
	1612), 420
	074, 075
	D
	М
	EA
	1
	
	
	
	
	
	



	5120-0
	00-234-8912
	SCREWDRIVER,

SSDP63 B107.15
	
	074, 075
	D
	М
	EA
	1
	
	
	
	
	
	



	5120-0
	00-227-7356
	SCREWDRIVER,
	STD (64067), 5120-00-227-7
	356 074, 075
	D
	М
	EA
	1
	
	
	
	
	
	



	4030-0
	00-169-9298
	SHACKLE, HARD
	) LIFT (39428), 358T1 1-2
	074, 075
	N
	М
	EA
	2
	
	
	
	
	
	



	4030-0
	01-408-2774
	SHACKLE, TOWI
	NG (90202), MO666
	074, 075
	N
	М
	EA
	4
	
	
	
	
	
	



	3940-0
	01-209-6008
	SLING, AMMUNIT
	TION (45152), 1285750
	074
	N
	Z
	EA
	1
	
	
	
	
	
	



	3940-0
	01-241-7400
	SLING, SIX LEGG
	GED (57282), 8711-005
	074
	N
	Z
	EA
	1
	
	
	
	
	
	



	5130-0
	01-366-0376
	SOCKET, 33 MM
	(93389) 07533M
	074, 075
	N
	М
	EA
	1
	
	
	
	
	
	



	5130-0
	00-541-7839
	SOCKET, 1-1/2 IN
	I. (1DJ82), DP482TW
	074, 075
	N
	М
	EA
	1
	
	
	
	
	
	



	5120-0
	00-199-7771
	SOCKET, 2-1/8 IN
	I., 3/4 IN. DRIVE (82799), H1
	272 074, 075
	D
	М
	EA
	1
	
	
	
	
	
	



	5120-0
	00-249-1076
	SOCKET WRENC
	CH, 3/4 IN. DRIVE (77053), 96
	649 074, 075
	D
	М
	EA
	1
	
	
	
	
	
	



	5340-0
	01-341-2984
	STRAP, RATCHE
	T 10 FT (75407), HDZ-310
	074, 075
	N
	М
	EA
	1
	
	
	
	
	
	



	9905-0
	00-148-9546
	WARNING KIT, H
	WY (19207), 11669000
	074, 075
	N
	М
	EA
	1
	
	
	
	
	
	



	5120-0
	00-240-5328
	WRENCH, ADJUS
	STABLE (19207) 8 IN., 11655
	778-3 074, 075
	D
	М
	EA
	1
	
	
	
	
	
	



	5120-0
	00-264-3796
	WRENCH, ADJUS

11655778-5
	STABLE (19207) 12 IN.,
	074, 075
	D
	М
	EA
	1
	
	
	
	
	
	



	5130-0
	01-428-3751
	WRENCH, IMPAC

1789100U
	CT, PNEUMATIC (W/HOSE),
	074, 075
	D
	М
	EA
	1
	
	
	
	
	
	





* WHEN USED AS A:

HAND RECEIPT, enter Hand Receipt Anex Number

HAND RECEIPT FOR QUARTERS FURNITURE, enter Condition Codes

HAND RECEIPT ANNEX/COMPONENTS RECEIPT, enter Accounting Requirements Code (ARC).
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	STOCK NUMBER
	ITEM DESCRIPTION
	
	
	
	
	QTY
	g.
	g. QUANTITY




	a.
	ь.
	Used On Code
	*

c.
	SEC

d.
	UI

e.
	AUTH

f.
	Α
	В
	С
	D
	Е
	F
	



	
	BASIC ISSUE ITEMS (BII) - Continue
	ed
	
	
	
	
	
	
	
	
	
	
	



	5120-01-132-4038
	WRENCH, COMBINATION 7/16 IN. (8Z799),

BXOE-14
	074, 075
	D
	М
	EA
	1
	
	
	
	
	
	
	



	5120-01-300-1367
	WRENCH, COMBINATION 1/2 IN. (55719), GOEX16
	074, 075
	D
	М
	EA
	
	
	
	
	
	
	
	



	5120-01-373-8833
	WRENCH, OPEN END 3/4 X 7/8 IN. (8Z799),

BW-731A
	074, 075
	D
	М
	EA
	1
	
	
	
	
	
	
	



	5120-00-494-1911
	WRENCH, PLIER, CRVD (81348), GGG-W-00649
	074, 075
	D
	М
	EA
	1
	
	
	
	
	
	
	



	5120-00-277-4244
	WRENCH, PLIER, STD (45152), 1362640
	074, 075
	D
	М
	EA
	1
	
	
	
	
	
	
	



	5120-01-387-0055
	WRENCH, TUBE 3/4 IN. (55719), XB2428
	074, 075
	D
	М
	EA
	1
	
	
	
	
	
	
	



	
	ADDITIONAL AUTHORIZATION LIST (A
	AAL)
	
	
	
	
	
	
	
	
	
	
	



	4720-01-254-0189
	AIR HOSE, INTER-VEH (96906), MS39325-9-140-B
	074, 075
	N
	Z
	EA
	2
	
	
	
	
	
	
	



	6665-00-859-2215
	ALARM UNIT, CHEMICAL AGENT AUTO ALARM (81361) D5-15-4826
	074, 075
	N
	Z
	EA
	1
	
	
	
	
	
	
	



	2590-00-148-7961
	CABLE ASSY, NATO W/ADAPTERS (19207),

11682379-1
	074, 075
	D
	Z
	EA
	1
	
	
	
	
	
	
	



	6150-01-353-3201
	CABLE, TRAILER LIGHT (06721), 7742-168
	074, 075
	N
	Z
	EA
	1
	
	
	
	
	
	
	



	3940-01-270-3389
	CHAIN, SLING (16 FT) (45152), 1482010
	074, 075
	N
	Z
	EA
	2
	
	
	
	
	
	
	



	2540-01-152-7813
	CHAINS, TIRE (80535) 16:00 X 20/2624
	074, 075
	N
	Z
	SE
	1
	
	
	
	
	
	
	



	4230-01-133-4124
	DECOMTAMINATING APPARATUS (81361),

E5-51-527
	074, 075
	N
	Z
	EA
	1
	
	
	
	
	
	
	



	6665-00-859-2201
	DETECTOR UNIT, CHEMICAL AGENT AUTO

ALARM (81361) D5-15-4400
	074, 075
	N
	Z
	EA
	1
	
	
	
	
	
	
	



	8415-00-634-4658
	GLOVES, LEATHER (90142), 37G2940
	074, 075
	Х
	Z
	PR
	2
	
	
	
	
	
	
	



	4240-00-053-3776
	GOGGLES, INDUSTRIAL ANSI Z87.180204
	074, 075
	Х
	Z
	EA
	1
	
	
	
	
	
	
	



	6220-01-456-2746
	KIT, CBT AUX. LIGHT BAR 100199 TBD
	074, 075
	N
	Z
	EA
	1
	
	
	
	
	
	
	



	2540-01-460-5784
	KIT, EXTENDED DRAWBAR/LIGHT BAR (45152), 3188500
	074, 075
	N
	Z
	EA
	1
	
	
	
	
	
	
	



	2540-01-408-1538
	KIT, TOWBAR ADAPTER (45152), 2075150U
	074, 075
	N
	Z
	EA
	1
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	HAND RECEIPT/A
	NNEX N
	JMBER
	FROM:
	TO:
	
	
	
	
	
	
	
	HAND RE
	CEIPT NU
	MBER
	
	




	For use of this form, see DA

The proponent agency is O
	
	1.
	
	
	
	
	
	
	
	
	
	
	
	ı
	
	



	FOR END ITEM STOC
	K NUMBER
	
	DESCRIPTION
	
	
	TION NUMBER
	
	
	
	
	TION DATI
	
	
	QUANTIT
	Υ
	



	CR ONLY SEE SERIES
	BELOW
	PALLET
	TIZED LOAD SYSTE
	EM
	TM 9-23
	320-364-10-HR
	I-10-HR XX XXXXXXXX 2008
	



	STOCK NUMBER
	
	
	ITEM DES
	SCRIPTION
	
	
	|
	* SEC III
	QTY
	g.
	
	QUA
	NTITY



	a.
	
	
	
	b.
	
	Used On Code
	č.
	SEC

d.
	UI

e.
	AUTH

f.
	Α
	В
	С
	D
	Е
	F



	
	ADD
	IANOITIC
	L AUTHORIZAT
	TION LIST (A
	AAL) - Co
	ontinued
	
	
	
	
	
	
	
	
	
	,



	6130-01-449-7590
	
	TALLATIO

ING SYST
	ON, BATTERY SO

TEM, 12V
	LAR PANEL
	
	074, 075
	N
	Z
	EA
	1
	
	
	
	
	
	



	6130-01-449-7594
	
	TALLATIO

ING SYST
	ON, BATTERY SO

TEM, 24V
	LAR PANEL
	
	074, 075
	N
	Z
	EA
	1
	
	
	
	
	
	



	6220-00-947-7535
	LIGHT, V
	VARNING
	BEACON (96906
	6), MS51317-
	4
	074, 075
	N
	Z
	EA
	1
	
	
	_ |
	_
	_
	



	1005-00-704-6650
	MOUNT,
	MACHIN
	IE GUN (19204), 7
	7046650
	
	074, 075
	N
	Z
	EA
	1
	
	
	
	
	
	



	2540-01-267-2912
	TOWBA
	R, (10 TO
	N) (19207), 12322
	2663
	
	074, 075
	N
	Z
	EA
	1
	
	
	
	
	
	



	
	
	
	
	
	
	
	
	
	_
	
	_
	
	
	
	
	



	
	
	
	
	
	
	
	
	
	
	
	
	
	
	
	
	1





* WHEN USED AS A:

HAND RECEIPT, enter Hand Receipt Anex Number

HAND RECEIPT FOR QUARTERS FURNITURE, enter Condition Codes

HAND RECEIPT ANNEX/COMPONENTS RECEIPT, enter Accounting Requirements Code (ARC).
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	RECO
	MMENDE
	
	GES TO
	
	CATION
	S AND
	
	ee/ for Repair Parts and (RPSTL) and Supply Manuals (SC/SM).
	DATE




	
	For use of this
	s form, see AR
	25-30; the
	proponent ag
	ency is OAA
	SA
	•
	
	



	TO: (For
	ward to pro
	ponent of p
	oublicatio
	n or form)
	(Include
	ZIP Code)
	FROM: (Activity
	and location) (Include ZIP
	Code)



	
	
	
	PART I - A
	LL PUBLI
	CATIONS
	DATE
	
	AND BLANK FORMS
	



	PUBLICA
	PUBLICATION/FORM NUMBER
	TITLE
	
	



	ITEM
	PAGE
	PARA-

GRAPH
	LINE
	FIGURE

NO.
	TABLE
	
	RECOMM
	ENDED CHANGES AND R
	EASON



	
	
	
	
	} |
	
	
	
	
	



	
	
	
	
	
	
	
	
	
	,



	
	
	
	* #
	|

Reference
	to line nu
	mbers_with
	in the paragraph or
	subparagraph.
	



	TYPED N
	IAME, GRA
	DE OR TITE
	
	
	TELEPH
	
	ANGE/AUTOVON,
	7"'
	-























	TO: (For
	ward dir
	ect to add
	dressee listed in publicat
	tion)
	FROM: (Activity and location) (Include ZIP Code) DATE
	




	
	
	
	
	I
	
	
	
	
	
	
	
	



	
	
	
	
	ĺ
	
	
	
	
	
	
	
	



	
	
	PAR
	T II - REPAIR PARTS AN
	ND SPECI
	AL TOO
	L LISTS AF
	ND SUP
	PLY CA
	TALOGS
	SUPPLY MAN
	NUALS
	



	PUBLICA
	JION NI
	
	
	
	DATE
	
	
	TITLE
	
	
	
	



	
	
	
	
	I
	
	
	
	
	
	
	
	



	PAGE

NO.
	COLM

NO.
	LINE

NO.
	NATIONAL STOCK

NUMBER
	
	ERENCE

NO.
	FIGURE

NO.
	ITEM

NO.
	OF N
	AL NO.

MAJOR

EMS

PORTED
	RECC
	OMMENDED ACTION
	



	
	PAF
	RT III - REI
	MARKS (Any general re
	emarks or
	r recomn
	nendations
	, or sug
	gestion
	s for impi
	rovement of p
	oublications and
	



	
	
	
	blank forms. A
	ddítional
	blank sn
	eets may t
	e usea
	if more
	space is
	needed.)
	
	



	
	
	
	
	
	
	
	
	
	
	
	,
	



	TYPED N
	AME, G
	RADE OR
	TITLE
	TELEPH(
	ONE EXC
	CHANGE/A
	OVOTU.
	N,
	SIGNATURE




















	RECO
	MMENDE
	
	GES TO
	
	CATION
	S AND
	
	ee/ for Repair Parts and (RPSTL) and Supply Manuals (SC/SM).
	DATE




	
	For use of this
	s form, see AR
	25-30; the
	proponent ag
	ency is OAA
	SA
	•
	
	



	TO: (For
	ward to pro
	ponent of p
	oublicatio
	n or form)
	(Include
	ZIP Code)
	FROM: (Activity
	and location) (Include ZIP
	Code)



	
	
	
	PART I - A
	LL PUBLI
	CATIONS
	DATE
	
	AND BLANK FORMS
	



	PUBLICA
	PUBLICATION/FORM NUMBER
	TITLE
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	PAGE
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GRAPH
	LINE
	FIGURE

NO.
	TABLE
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	ENDED CHANGES AND R
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Reference
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	PAR
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	ND SPECI
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	ND SUP
	PLY CA
	TALOGS
	SUPPLY MAN
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	PUBLICA
	JION NI
	
	
	
	DATE
	
	
	TITLE
	
	
	
	



	
	
	
	
	I
	
	
	
	
	
	
	
	



	PAGE

NO.
	COLM

NO.
	LINE

NO.
	NATIONAL STOCK

NUMBER
	
	ERENCE

NO.
	FIGURE

NO.
	ITEM

NO.
	OF N
	AL NO.

MAJOR

EMS

PORTED
	RECC
	OMMENDED ACTION
	



	
	PAF
	RT III - REI
	MARKS (Any general re
	emarks or
	r recomn
	nendations
	, or sug
	gestion
	s for impi
	rovement of p
	oublications and
	



	
	
	
	blank forms. A
	ddítional
	blank sn
	eets may t
	e usea
	if more
	space is
	needed.)
	
	



	
	
	
	
	
	
	
	
	
	
	
	,
	



	TYPED N
	AME, G
	RADE OR
	TITLE
	TELEPH(
	ONE EXC
	CHANGE/A
	OVOTU.
	N,
	SIGNATURE





By Order of the Secretary of the Army:

GEORGE W. CASEY, JR. General, United States Army Chief of Staff

Official:

JOYCE E. MORROW Administrative Assistant to the Secretary of the Army 0819814

DISTRIBUTION: To be distributed in accordance with the initial distribution requirements for IDN: 380892, requirements for TM 9-2320-364-10-HR.
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Liberated Manuals -- free army and government manuals

Why do I do it? I am tired of sleazy CD-ROM sellers, who take publicly available information, slap "watermarks" and other junk on it, and sell it. Those masters of search engine manipulation make sure that their sites that sell free information, come up first in search engines. They did not create it... They did not even scan it... Why should they get your money? Why are not letting you give those free manuals to your friends?

I am setting this document FREE. This document was made by the US Government and is NOT protected by Copyright. Feel free to share, republish, sell and so on.

I am not asking you for donations, fees or handouts. If you can, please provide a link to liberatedmanuals.com, so that free manuals come up first in search engines:

<A HREF =http://www.liberatedmanuals.com/> Free Military and Government Manuals</A>


	Sincerely Igor Chudov http://igor.chudov.com/

	Chicago Machinery Movers
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FOR
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M1075 PALLETIZED LOAD SYSTEM WITHOUT CRANE 2320-01-304-2278
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